* 


The American Radio Relay League, Inc. 
38 Lasalle Road 
Hartford 7, Connecticut 


Silent Keys 
Gentlemen: 

We regret to report the pass ing of Mr. Elmer W. Everson, 
W9J ZL. 4621 Jackson Avenue, Evansville, Indiana, Death resulted 
from a Heart Attack 6 December 1950. 

Mr. Everson began his radio experience as an amateur in 


1932 and received the degree of B.S. in Electrical Engineering 
from the University of North Dakota in 1938. He was an engineer 


with KF JM, and served four (4) years as an officer with the U.S. 
Air Forces during the late war, Following the war he was 
employed as a research and design engineer with Cornell 
Aeronautical Laboratories and Electronics Research, Inc., of 
Evansville, Indiana. 


Mr. Everson was a member of the American Radio Relay 
League and The Evansville -Owensboro Section of the Institute of 
Radio Engineers, 

Very truly yours, 
E 


Fay Gehres, W9AIN 


